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CONFIDENTIAL ROME 18031 

STADIS //////////////////////////// 

E.O. 11652: GDS 
TAGS: ENRG, IT 

SUBJECT: US-ITALY ENERGY WORKING GROUP (EWG): NOVEMBER 12 
MEETING 

REF: MARTIN-FURNESS NOVEMBER 2 TELECON 

1 . DURING NOVEMBER 3 DISCUSSION, ECMIN ADVISED MINISTRY OF 
FOREIGN AFFAIRS ENERGY COORDINATOR MIGLIUOLO OF DEPUTY ASS'T. 
SECRETARY BOSWORTH'S INTENTION TO ARRIVE ROME MORNING OF 
NOVEMBER 12 VIA TWA FLIGHT ARRIVING 1055 AM. MIGLIUOLO 
INDICATED A STRONG PREFERENCE TO BEGIN WITH A MORNING SESSION 
AND EXPRESSED HOPE THAT COULD FIND SOME WAY TO ARRIVE ROME 
IN TIME FOR MEETING TO BEGIN BY MID-MORNING. MFA WILL 
SCHEDULE WORKING LUNCH FOLLOWING MORNING SESSION. 

2. MIGLIUOLO HOPED THAT ARRIVAL DELAY WAS NOT INTENDED TO 
SIGNAL BOSWORTH’S EVENTUAL INABILITY TO PARTICIPATE, RE- 
CALLING THAT THE THEN ASSISTANT SECRETARY ENDERS HAD CAN- 
CELLED HIS PARTICIPATION IN SEVERAL EWG ENCOUNTERS AT THE 
LAST MINUTE. MIGLIUOLO LEFT NO DOUBT THAT FAILURE TO 
FIELD APPROPRIATE LEVEL US DELEGATION WOULD BE VERY 
DISAPPOINTING TO GOI.VOLPE 
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